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Air pumped from suction mains. D. N. Tower. 161, June. 

American Water Works Association. Members admitted to New England 
Water Works Association without payment of an initiation fee. 147, 
March; 230, June. 

Asphalt and felt waterproof coating for concrete. 

Standpipe at Attleboro, Mass. H. F. Conant. 182, June. 

Standpipe at Westerly, R. I. Tuomas McKenzie. 176, June. 


Bacteria. 
Ozone as a sterilizing agent. S.T. PoweLL. 87, March. 
Ultra-violet rays for water purification. M. von RECKLINGHAUSEN. 
202, June. 
Blatt, M. Laying water pipes in congested streets. 513, Dec. 
Brick wall about the concrete standpipe at Attleboro, Mass. H. F. Conant. 
183, June. 


Color. Removed from water by ozone. S. T. PowELL. 87, March. 
Conant, H. F. Attleboro’s reinforced concrete standpipe. 179, June. 
Concrete. 
Formula 1: 1: 2 impervious to water. H.B. ANDREws. 188, June. 
Grout used to repair leaks. G. F. MERRILL. 158, June. 
Leadite used to prevent seepage. LINCOLN VAN GILDER. 576, Dec. 
Reservoirs on Glen Brook and Green River for the supply of Greenfield, 
Mass. G. F. MERRILL. 149, June. 
Concrete, reinforced. 
Electrolysis and its mitigation. E.B. Rosa. 49, March. 
Standpipe at Attleboro, Mass. H.F. Conant. 179, June. 
Standpipe at Westerly, R. I. THomas McKenzie. 169, June. 
Standpipes. (Discussion.) 184, June. 


Efficiency dependent on personal character. C.H. EGier. 214, June. 

Eglee, Charles H. Personal character in its relation to practical efficiency. 
214, June. 

Electricity. Electrolysis and its mitigation. E. B. Rosa. 49, March. 


Filter beds used to protect a collecting well from swamp water. D.N. Tower. 
163, June. 

Filter gallery near Lily Pond used for auxiliary supply for Cohasset, Mass. 
D. N. Tower. 163, June. 
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Filtration galleries dependable under proper conditions. ALEXANDER Port- 
TER. 548, Dec. 
Fire protection. 
Breaks in large sprinkler connections a cause of low pressure at the Salem, 
Mass., fire. F. A. McINNEs and CLARENCE GOLDSMITH. 94, March. 
Fire-hydrant rental. B. M. WacGner. 1, March. 
Greenfield, Mass., fire supply. G. F. MERRILL. 149, June. 


Gates operated by electricity from a distance. ALFRED WILLIAMSON. 507? 
Dec. 

Goldsmith, Clarence. Salem fire. 94, March. 

Goodnough, X. H. Rainfall in New England. 237, Sept. 

Grounding secondary circuits of transformers on water pipes. E. B. Rosa. 
67, March. 

_ Grout used to repair leaks in Concrete. G,F. MERRILL. 158. June. 


Havill,H.T. Pump slip tests as an aid to efficiency in the operation of pump- 
ing engines. 511, Dec. 

Honness, George G. Sanitary improvement of a large watershed. 502, 
Dec. 

Hooper, Elmer G. Location of leaks in submarine pipe lines. 536, Dec. 


Insulating property of Leadite. W.C. HAawry. 573, Dec. 


Joints. Leadite joints for water pipes. H. A. Symonps. 557, Dec. 
W. C. Haw.ey. 563, Dec. 


Kensico Dam. W. F. Smitu. 489, Dec. 


Laase, William F. Brooklyn water supply. 546, Dec. 
Laws. 
Some provisions of the California public utilities act. 16, March. 
Some provisions of the Wisconsin public utility law. 15, March. 
Leadité. 
Leadite joints for water pipes. H. A. Symonps. 557, Dec. W. C. 
Haw.ey. 563, Dec. 
Leadite used in connection with concrete construction. LINCOLN VAN 
GILDER. 576, Dec. 
Leaks. Location of leaks in submarine pipe lines. E. G. Hooper. 536, 
Dec. 


McInnes, Frank A. Salem fire. 94, March. 

McKenzie, Thomas. Standpipe at Westerly, R. I. 169, June. 
McMurray, James A. Metering an old city. 73, March. 
Memoir. Brackett, Dexter. 592, Dec. 

Merrill, George F. Greenfield water works. 149, June. 
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Nelson, Fred B. Testing meters with reference to curves of accuracy and 
friction loss. 539, Dec. 


New England Water Works Association. 
Address by President McInnes. 136, March. 
Address by President Metcalf. 226, June; 462, Sept. 
Address by Police Commissioner Woods of New York. 448, Sept. 
Address by C. N. Chadwick. 451, Sept. 
Address by Dr. Allan J. McLaughlin, Commissioner of Health of Massa- 
chusetts. 123, March. 
Address by D. F. Wilcox. 457, Sept. 
Address by N.S. Hill. 461, Sept. 
By-Laws, Article III, Section 1,amended to remit an initiation fee to 
members of the American Water Works Association. 232, June. 
Committees appointed: 
Dexter Brackett Memorial. 471, Sept. 
Leakage of pipe joints. 468, Sept. 
Loss of water. 229, June. 
Nomination of officers. 467, Sept. 
Service pipes, 145, March; 229, June. 
Election of honorary members, 142, March; 471, Sept. 
Election of officers. 139, March. 
Proceedings: 
Annual meeting. 121, March. 
February meeting. 140, March. 
March meeting. 226, June. 
June meeting. 439, Sept. 
September meeting. 443, Sept. 
November meeting. 577, Dec. 
December meeting. 584, Dec. 
Executive committee, 1915: 
Jan. 13. 146, March. 
Feb. 10. 146, March. 
March 10. 234, June. 
April 7. 477, Sept. 
May 7. 234, June. 
June 16. 477, Sept. 
Sept. 7. 477, Sept. 
Sept. 8. 478, Sept. 
Sept. 9. 479, Sept. 
Nov. 10. 590, Dec. 
Dec. 8. 591, Dec. 
Principal statistics. 129, March. 
Reports: 
Committee on convention funds rules. 235, June. 
Committee on Dexter Brackett memorial. 579, Dec. 
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Committee on engineering codperation. 591, Dec. 
Editor. 132, March. 

Secretary. 126, March. 

Treasurer. 130, March. 

Auditing committee. 136, March. 


Odors of waters affected by ozone. Effect of ozone upon odors in water. 
S. T. 88, March. 
Ozone as a sterilizing agent for water purification. S.T.PoweLL. 87, March. 


Pipes laid in congested streets, New York City. M. Bratt. 513, Dec. 
Powell, S. T. Ozone as sterilizing agent. 87, March. 
Pump slip tests as an aid to efficiency, H.T.Havitit. 511, Dec. 


Rainfall. 
Precipitation in the Croton and Catskill watersheds as affected by al- 
titude and winds. G.G.HONNEss. 433, Sept. 
Rainfall in New England. X.H.GoopNouaH. 237, Sept. 
Rates of return allowed to water companies by sundry judicial decisions. 
21, March. 
Recklinghausen, M. von. Ultra-violet rays for water purification. 202, 
June. 
Reservoirs. 
Greenfield, Mass. G. F. MERRILL. 150, June. 
Grubbing about Kensico reservoir. G. A. Winsor. 554, Dec. 
Kensico reservoir. W.F. Smit. 486, Dec. 
Rosa, Edward B. Electrolysis and its mitigation. 49, March. 


Sanitary improvement of a large watershed in the Catskill region. G. G. 
Honness. 502, Dec. 

Smith, J. Waldo. Present status of the Catskill water supply for New York 
City. 481, Dec. 

Smith, William Fitch. Kensico reservoir. 486, Dec. 

Standpipes. 
Concrete standpipes. (Discussion.) 184, June. 
Reinforced concrete standpipe at Westerly, R. I. THomas McKENZIE. 

169, June. 

Table of data. 186, June. 

Suter, Russell. Control of public water supplies by the Conservation Com- 
mission of the State of New York. 520, Dec. 

Symonds, Henry A. Leadite joints for water pipes. 557, Dec. 


Tower, D. N. Water supply system of Cohasset, Mass. 160, June. 


Valve intended to check the flow of water in tunnel shafts under New York 
City. A.D. Fun. 113, March. 
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Wagner, Bernard M. Rates for water supply. 1, March. 
Water. 
Control of public water supplies by the Conservation Commission of the 
State of New York. RussELL SuTER. 520, Dec. 
Ozone as a sterilizing agent for water purification. S. T. PowELL. 87, 
March. 
Rates for water supply. B. M. WAGNER. 1, March. 
Ultra-violet rays for water purification. M. von RECKLINGHAUSEN. 
202, June. 
Water meters. 
Metering an old city, Boston, Mass. J. A. McMurray. 73, March. 
Testing meters with reference to curves of accuracy and friction loss. 
F. B. NEtson. 539, Dec. 
Water works. 
Attleboro, Mass. Reinforced concrete standpipe. H. F. Conant. 
179, June. 
Boston, Mass. Metering an old city. J. A. McMurray. 73, March. 
Brooklyn, N. Y., water supply. W.F.Laase. 546, Dec. 
Cohasset, Mass. D. N. Tower. 160, June. 
Greenfield, Mass. G. F. Merrill. 149, June. 
New York City: 
Electrically operated valves on the high-pressure system. ALFRED 
Wituiamson. 507, Dec. 
Grubbing about Kensico reservoir. G. A. Winsor. 554, Dec. 
Kensico reservoir. W.F.SmitH. 486, Dec. 
Laying water pipes in congested streets of lower Manhattan. M. 
513, Dec. 
Present status of the Catskill water supply. J. W.SmituH. 481, Dec. 
Problems of revenue. D.F. Witcox. 457, Sept. 
Sanitary improvement of the drainage area of Ashokan reservoir. 
G. G. HonneEss. 502, Dec. 
Westerly, R. I., standpipe. THomas McKeEnziz. 169, June. 
Waterproofing a concrete standpipe by lining it with Neponset compound 
and water dyke felt. THomas McKenzie. 176, June. 
Wells. 
Covered concrete collecting well for Greenfield, Mass. G. F. MERRILL. 
154, June. 
Driven wells about Cohasset, Mass. D. N. Tower. 160, June. 
Wells used on Brooklyn supply system. W. F. Laase. 546, Dec. 
Williamson, Alfred. Electrically operated valve installations. 507, Dec. 
Winsor, George A. Grubbing a large reservoir. 554, Dec: 
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